(3)   During 1979 this mine produced
493,555 tons of coal.  Respondent company
produced one million three hundred and
forty-five thousand, six hundred and
thirty-one tons of coal, during the year
1979.  (Based upon this factor, I found that
operator is large in size.)

(4)   Any penalty assessed herein, will
not affect respondent's ability to continue
in business.

(5)   The inspector is, and at all times
pertinent hereto was an authorized representative
of the Secretary of Labor.

(6)   The operator's history of prior
violations is moderate.

(7)   The alleged violation was abated in
good faith.

(8)   All witnesses who will testify are
accepted generally as experts in Mine Health
and Safety.

The subject citation dated May 27, 1980, charges a
violation of 30 C.F.R. 75.200 under the following circum-
stances :                                            '

The company's approved roof control plan
was not being complied with in No. 29 room of the
7 west off 2 south working section which the
continuous mining machine was operating.  The mine
roof was broken from 2 to 10 inches in thickness
for a distance of 18 feet and 8 feet in width in
which roof mats were being used and the area had
not been center bolted or other supports installed
where subnormal roof conditions existed.

The citation was abated in fifteen minutes.

A modification to the citation was issued on June 3,
1980, as follows:

Citation No. 0783977 is being modified
to show that the company had installed 3 ad-
ditional roof mats as additional support in the
area; however, the roof was still not adequately
supported in that the broken area was hanging down
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